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whom they are set, for them to be able to act
impartially towards them in the administration of
justice."

5thly. The Consuls are, in general, not men of
sufficient position to command the respect of the
merchants; and the forms of English law are such
as to leave the Consuls little power to check out-
rages and misconduct on the part of their subjects.

6thly. The position of a Consul, even the best
of the British Consuls, cannot be compared to that
of an English magistrate, who has an English press,
audience, and clerk, to guide and check him. If
the newspaper press so often complain of Justices'
justice, what an outcry would they not raise if they
had an insight into Consuls' justice !

7thly. Where foreign jurisdiction exists there
are from ten to twenty Consuls with equal powers,
so that when subjects of various European states are
engaged in a case, the confusion is endless and
justice hopeless, each Consul standing out firmly
for his own "subject."

Sthly. Even if a Consul were disposed to ad-
minister strict justice it would be most difficult for
him to do so, on account of the clamour which would
be raised by a community such as the European

* A similar objection lias been made to the multiplication of
County-court Judges in England.